Approval of Brief of Evidence. 


The foregoing 134 pages constituting the brief of evidence in the 
above stated case, are hereby approved as a true and correct brief of 
the evidence produced upon the in the above stated case. Let the same 
be filed as part of the record herein. 

This February 3, 1916. 

W.D. Ellis, 

Judge S. C. AC. 

Filed in office this the 4th day of February, 1916. 

T. C. Miller, D. Clk. 



